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> e 


Treasury Department, 
OFFICE OF THE SUPERVISING ARCHITECT, 
Washington, D. C., August 3,1896, 





Custodian, 
Mint, 
Philadelphia, Pa. 
Sir: 
tiesto haptics 


646481, 646487 | 


amounting to 


Herewtth please find Check No. 








tae et tag i tne te Forty-six Dollars, 
> 


drawn by , Disbursing Clerk, 


Thomas J. Hobbs 


to the order of 
Howard Greaves, $25 .00 


Bureau of Steam Engine and Boiler Inspection 

Philadelphia,Pa. $21.00 
in paynrent of vouchers received with letter dated 20, Ultimo — —Aencenireinere enn 
from you a I Ae for 


inspecting boilers and cleaning flues. 


No, or 


mallee Gey | Amount tu as | 
Crack: | Amount? on CmncK, ae Masouee ae | APPROPRIATIONS. | 
[pasha = Z { SS ee Bene aE SONY ee 2 Sree Se Baste et | 
i} | | 
| 

ae] $25 00 || Repairs and preservation of public buildings, 189 | 
t | | 

646487 $21 00 | $46, 00 | Heating apparatus for public buildings, 18) 6 
; re a . Vaults, safes, and locks for public buildings, 189 | 
: 46.00 | | | 
| eed || Plans for public buildings, 189 
| | 
| 

22181 





hespect{fully yours, 





Qheey S/yi, 
ee 16 G FPite.6 Kean 


eM I KS KZ 2 CHhLAALL 


Aéli2. Chief Heecutive Officer. 





NARA RG104, Entry 1, Box 194 


Check Letter. 
Form 55. 


GDE. 
Acknowledge receipt of inclose checks to Chief Executive Officer. 


Treasury Department, 

Office of the Supervising Architect, 
Washington, D.C., 

August 3, 1896 


Custodian, 
Mint, 
Philadelphia, Pa. 


Sir: 


Herewith please find Check No. 646481, 646487 amounting to Forty-Six Dollars, drawn 
by Thomas J. Hobbs, Disbursing Clerk, to the order of Howard Greaves, $25.00 Bureau of Steam 
Engine and Boiler Inspection Philadelphia, Pa. $21.00 in payment of vouchers received with 
letter dated 20, ultimo from you for inspecting boilers and cleaning flues. 











No. Of Check. | Amount of Check. | Amount on Account of - | Appropriations. 





64648 1 $25.00 $46.00 Repairs and preservation of 
646487 $21.00 public buildings, 189 . 
$46.00 Heating apparatus for 


public buildings, 1896. 
Vaults, safes, and locks for 
public buildings, 189 . 
Plans for public buildings, 
189 . 




















2-2181. 


Respectfully yours, 
P.L. Garretson 
Acting Chief Executive Officer. 


[Noted in margins: ] 


Acknowledged 
Aug. 3 /96 
See O.L.B. MacLaue 


